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TROPICAL CYCLONE WARNING FOR SHIPPING 


SECURITE 
WTPH20 RPMM 290000 


DOST-PAGASA TROPICAL CYCLONE WARNING NO. 05F 


SEVERE TROPICAL STORM ROKE (2218) 
UPGRADED FROM TROPICAL STORM 


ANALYSIS AT OO00UTC 29 SEPTEMBER 2022 


PSTN 24.9N 131.6E 

MOVE N 10KT 

PRES 990HPA 

MXWD 55KT 

50KT 010NM NE 010NM SE 010NM SW 010NM NW 
34KT 040NM NE 040NM SE 040NM SW 040NM NW 


FORECAST POSITIONS AND INTENSITIES 


T+012H VALID AT 1200UTC 29 SEPTEMBER 2022 
26.3N 132.5E TYPHOON 985HPA 


T+024H VALID AT OOOOUTC 30 SEPTEMBER 2022 
27.6N 134.2E TYPHOON 980HPA 


T+036H VALID AT 1200UTC 30 SEPTEMBER 2022 
28.7N 136.4E SEVERE TROPICAL STORM 990HPA 


65KT 


7OKT 


55KT 


REQUESTING THREE-HOURLY SHIP REPORTS WITHIN 300 NM OF 24.9N 131.6E 


FINAL WARNING 
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